The  Church 
of  the 
Warm  Hearted, 

Where  the 
Lighted  Cross 
Points  the 
Way. 


FIRST  METHODIST  CHURCH 
Church  and  North  Streets 
Decatur,  Illinois 


FIRST  METHODIST  CHURCH 

Church  and  North  Streets 
Decatur,  Illinois 
Founded  by  circuit  riders  in  1828,  this  is  a 
Mother  Church  of  Methodism  with  a  full  pro- 
grann  of  worship  and  work  for  everyone  with  one 
purpose  -  to  make  Christ  and  His  way  more  real 
to  all. 


